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LIMITED OFFICIAL USE RIO DE JANEIRO 0114 

FOR SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: X-RAY EQUIPMENT 
REF: STATE 006676 

1. THE FOLLOWING POSTS HAVE X-RAY EQUIPMENT: 

A-BUENOS AIRES-ONE EACH BUCKY X-RAY NO. 14350 
INSTALLATION APPROVED BY TSO. 

B-SANTIAGO-ONE EACH MINXRAY X100G NO. 73093 NOT 
INSTALLED. 

C- ASUNCION-ONE EACH MINXRAY, 100SS NO. 7409066 
TO BE INSTALLED. 

D-RIO DE JANEIRO-ONE EACH MINXRAY. 100SS 
NO. 74083721 INSTALLED BY TSO. 

2. REF STATE 000647: X-RAY UNIT SENT TO RSO ASUNCION 
WILL NOT BE USED UNTIL FILM BADGES AND SCREEN ARE 
RECEIVED. TSO WILL INSTRUCT RSO ON OPERATION OF UNIT. 

3. AT PRESENT ONLY PERSON AUTHORIZED TO USE X-RAY AT 
RIO IS THE TSO. RSOS AT BUENOS AIRES AND SANTIAGO HAVE 
BEEN INSTRUCTED IN USE OF X-RAY. 
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